
11 December 1956 

Memorandum To: Cl/OA 

Prom: EE/Germany 

Subject: Erich von SI VERS 

(C - 34117 ) 

Subject has resigned from DTEIEEN due to ill health* tie 
therefore request that Subject's Full Operational approval be 
cancelled* 
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